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Incident 


Tukwila Police Department 

Incident#: 180004846 
Reporting Officer: Donald Ames 
Report Time: 07/20/2018 05:37:16 


Occurred To 

07/20/2018 07.44:08 


Disposition Date 

07/20/2018 

Cleared Oate 


Address Occurred From 

12844 Military Rd S; 407-1 07/20/2018 05:00:00 

Tukwila, Washington 98168 
Specialist # 

Rebecca Kalnasy 

Disposition Miscellaneous Entry 

Active Case 

Cleared 


Clearance Cargo Theft Related 

Case Report, No Crime 
Involved 


Responding Officer(s) 

Donald Ames 

Offenses 

Death Investigation 


Completed? 
Premises Entered? 

Statute 

1060 NO IBR 

Persons 


Method Of Entry 
Location Type 
Description 

Death Investigation 


Phone 
()- 

Sex 

Weight 

0 


Gambling Motivated? 
Cargo Theft Related? 
Category 

DOB 

Ethnicity 


CASCADE BEHAVIORAL 


Other 

Address 

12844 MILITARY RD S 
Tukwila Washington 98168 

Race 


Height 
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Victim Y 



Address 

12844 MILITARY RD S; 407- 
Tukwita Washington 98168 

Phone 

1 


Race 

Sex 

Ethnicity 

N-Black/Afrlcan American, 
Non- 

U 


Height 

Weight 


Witness Y 

0 


Address 

12844 MILITARY RD S 
Tukwila Washington 98168 

Phone 


Race 

Sex 

Ethnicity 

N-Black/African American, 
Non- 

F 


Height 

Weight 



o 


Narratives 

Original Narrative 07/20/2018 18:39:16 


On July 20, 2018 at 0541 hours I (Ofc Ames) was dispatched to a CPR in p rogress call at Cascade 
Behavioral located at 12844 Military Rd S 407-1, The caller {employee) advised that CPR 

was being dene unassisted on an unconscious patient there. 

I responded in a priority response from the Tukwila Police Dept, I arrived at 0545 hours. Tukwila Fire 

arrived at the same time I did. We went to room 407-1 and found empl oyees doin g CPR/Chest_ 

Compression^!! a white female. She was identified Employee 

^^■^^^^Bsaid she last saw 0500 hour^up to use the restroom7j[^f 

found at approximately 053^otjrs and found her unconscious and without a pulse. Employees 

began CP^and called 911. 

Tukwila Fire and King County Medics continued CPR along with administering an IV and using medication to 
try to revive her. The attempts were uns uccessful and King County Medics pronounced deceased 

at 0616 hours. At no point from the time was found unconscious until she was pronounced 

deceased did she begin breathing or have a heartbeat at all. 

| was transferred to Cascade Behaviora^ron^L PetersHospltal In Olympia on June 27, 2018. Her 
primary care physician was listed diagnosed with Acute psychosis, 

Hashimoto thyroiditis, Hypertension, Diabetes Type 2, Blindness In left eye. Poliomyelitis, Degenerative 
Arthritis, and UTT. 


JcontactecHhe King County Medical Examiners Office at 0641 hours, 1 was later issued an NJA# of H- 

family will be notified by Cascade Behavioral staff. 

Acting Sgt. Gardner was advised and he notified the CDO and MQJ of the death. There was nothing in the 
room or on the deceased that appeared suspicious. Case number issued. Photographs taken. 
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Tukwila Police Department 

I certify under penalty of perjury under the laws of the State of Washington 
that all statements made herein are true and accurate and that I am entering my 
authorized User ID and password to authenticate it (RCW 9A.72.085), 

Electronically Signed: Yes 

Signature: Ofc.D.R. Ames #156 

Tukwila/King/Washington 

Date: 07/20/18 
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